SUBJECT INDEX 


Acid Fast Bacilli, see also Concentration Methods, 94 

Acid Fast Bacilli, see also Fite’s Fuchsin-Formalde- 
hyde Method, 95 

Adaptation of Field’s Method for Staining Thick-Thin 
Smears for Malarial Parasites, 29 

Addis Study, A Modification of, 55 

Agglutination and Precipitin Tests, Concentrated 
Serum for, 3 

Albino Rat Urine, Method of Collecting, 11 

Antigen, see also Kolmer-Like Antigen, 97 

Blood Count Pipets, Simple Device for Cleaning, 33 

Blood Donor, see also Reinfusion, 72 

Boerner-Jones-Lukens (B-J-L) Flocculation Antigen, 
New Method for Preparing, 71 

Cleaning of Loeffler Tubes, 82 

Colloidal Mastic Tests, see also Spinal Fluid, 61 

Complement Fixation, see also Pitfalls, 66 

Concentration Methods, Relative Value of Sputum 
and Gastric Contents for the Detection of Acid 
Fast Bacilli, 94 

Cytoplasmic Cilia-Like Extrusions of Macrophages 
as Demonstrated by a Modified Wright’s Stain, 49 

Differential Counts from the Stained Film and Counting 
Chamber using a Propylene Glycol-Aqueous 
Stain, A Comparison of, 17 

Diphyllobothrium Latum Ova, Detection in Polarized 
Light, 77 

Duffie Photometer. A Simple Visual Instrument 
for Hemoglobin and Blood Chemistry Tests, 27 

Erythrocyte Count, The Photoelectric Determination, 
85 

Filling Device for Tube or Flask, 36 

Fite’s Fuchsin-Formaldehvde Method of Acid Fast 
Bacilli Applied to Frozen Sections, 95 

Fixation, Wet, in the Drop by Formalin, 32 

Fluorescence Microscopy, see Tubercle Bacilli, 39 

Frozen Sections, see also Fite’s Fuchsin-Formaldehyde 
Method, 95 

Fungi, Culture of, by the Cover Slip Method, 33 

Gastric Contents, see also Concentration Methods, 94 

Gram’s Stain, Modified, for Use in Staining Large 
Numbers of Smears, 53 

Hemoglobin Pipet as a Source of Error in Photoelectric, 
Hemoglobinometry, 105 

Heterophilic Antibody Reactions, see also Pitfalls, 66 

Histologic Methods as Used in Pathologic Laboratories, 
Survey, 30 

Hydrogen Ion Concentration, Effect on the Kolmer 
Wassermann Test, 64 

Icterus Index (Acetone Precipitation Method), the 
Correlation of, with the Quantitative Serum 
Bilirubin, 7 

Kahn Tests, Quantitative Measuring Stick for, 13 

Kolmer-Like Antigen Prepared from Lamb Muscle, 97 
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Kolmer Wassermann Test, see also Hydrogen Ion 
Concentration, 64 

Loeffler Tubes, see also Cleaning, 82 

Macola’s Technic for Rowntree and Gerrity’s Func- 
tional Test, Modification of, 99 

Malarial Parasites, see also Adaptation of Field’s 
Method, 29 

Marrow, Method for Making Imprints and Direct 
Smears from Gross Marrow Units, 8 

Microtome Knife Guard, 79 

Mold, A Method of Growing Removable Mold Pel- 
licles on Solid Medium, 9 

News and Notices, 37, 55, 110 

Penicillin Assay, Clinical: An Adaptation of the Flem- 
ing Agar Hole Method, 22 

Penicillin, Notes on the Quantitative Determination 
in Body Fluids, 60 

Photoelectric Determination, see also Erythrocyte 
Count, 85 

Photoelectric Hemoglobinometry, see also Hemo- 
globin Pipet, 105 

Photometer, Duffie, 27 

Photometric Adaptation of the Folin Method for 
Determination of Plasma Amino Acid Nitrogen, 57 

Pitfalls in the Use of Sheep Cells in Complement 
Fixation and Heterophilic Antibody Reactions, 66 

Plasma Amino Acid Nitrogen, see also Photometric 
Adaptation, 57 

Plasma, see also Sterilization, 62 

Polarized Light, see also Diphyllobothrium, 77 

Protozoa, Intestinal, Improved Method for Examina- 
tion, 47 

Protozoa, Intestinal, New Rapid Stain Technic for, 
Using Tergitol-Hematoxylin, 68 

Questions for Written Examination Held by the 
Registry of Medical Technologists of the American 
Society of Clinical Pathologists in April, 1944, 14 

Questions for Written Examination Held by the Reg- 
istry of Medical Technologists of the American 
Society of Clinical Pathologists in October, 1944, 15 

Red Cell Units, Technic of Preparation and Preserva- 
tion for Transfusion, 45 

Registry, 110 

Registry Board, 55 

Registry, Questions, 14, 15 

Reinfusion, Immediate, of Erythrocytes to the Blood 
Donor Following Plasma Separation, 72 

Repeated Use, see also Vacuum Apparatus, 109 

Rowntree and Gerrity’s Functional Test, see also 
Macola’s Technic, 99 

Salicylic Acid, Rapid and Simple Method for De- 
termination in Small Amounts of Blood Plasma, 42 

Section Preparation, Simplified Economical, for Large 
Pathologic Laboratories, 54 
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Sedimentation Test Technic, see also Westergren, 106 

Sheep Cells, see also Pitfalls, 66 

Silica, A Colorimetric Method for the Determination 
of in Human Tissues, 1 . 

Source of Error, see also Hemoglobin Pipet, 105 

Spectrophotometer Colorimeter Tube (Cuvette), Auto- 
matic Device for, 78 

Spinal Fluid Protein and Colloidal Mastic Tests IT. 
Technics, 61 

Sputum and Gastric Contents, see also Concentration 
Methods, 94 

Stain Technic, see also Protozoa, Intestinal, 68 

Staphylococci, the Correlation of the Rapid Slide 
Method with the Tube Method for Differentiating 
Coagulase-Positive from Coagulase-Negative 
Strains, 83 
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Sterilization of Dibasic Calcium Phosphate for Con- 
version of Citrated or Glycerophosphated Plasma 
to Serum, 62 

Transfusion, see also Red Cell Units, 45 

Tray for Tissue Processing, 12 

Trichinae, A Simplified Agitating Apparatus for 
Digestion of Muscle in Recovery, 103 

Trichrome Stains, Automatic, 107 

Tubercle Bacilli, Demonstration by 
Microscopy, 39 

Tubes, see also Cleaning, 82 

Urinometers, Accuracy of, 70 

Vacuum Apparatus for Obtaining Blood Specimens, 
Repeated Use, 109 

Westergren Sedimentation Test Technic, Modified, 106 


Fluorescence 
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